


The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Health 
William A, Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 

governor bureau of laboratory sciences 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUOYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 

COMMISSIONER 


January 26, 2011 


Attorney Kathryn Hinman 

Suffolk Coun ty District Attorney’s Office 

Re: Samples 

Dear Attorney Hinman: 

Enclosed are copies of the information you requested for the above mentioned samples: 

1) Drug Receipts 

2) Laboratory control cards with hand-written notations 

3) Drug Powder Analysis Forms with my hand-written notations 

4) GC/MS confirmatory data 

I was the custodial chemist and performed preliminary testing and net weight 
calculations for these samples. Annie Dookhan was the confirmatory chemist and 
analyzed the GC/MS data for these samples. 

If you have any further questions, please do not hesitate to call me at 617-983-6632. 



Della Saunders 
Chemist III 
William A. Hinton 
State Laboratory Institute 
305 South Street 
Jamaica Plain, MA, 02130 

cc. CBS, ASD 
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Saunders, Della (DPH) 

From: Hinman, Kaihryn (SUF) 

Sent: Monday, January 24, 2011 3:03 PM 

To: Khan, Annie (DPH); Saunders, Delia (DPH) 

Subject: Commonwealth 

Hi Annie and Della, 

Tliis case is scheduled for trial on 3/8 and I'll send over summonses in the next day or so. The lab 
numbers I was wondering if you could forward me the discovery 

packet when you have a chance? My contact info is below. Let me know if you need any more info. 

Thanks so much, 

Kate Hinman 

Assistant District Attorney 
Narcotics & Asset Forfeiture Unit 
One Bui finch Place 
Boston, MA02114 
Tel. 617-619-4097 
Fax 617-523-5962 


1/24/2011 


Folk OIG PRR 035850 







To be completed by ECU personnel only 


Name and Rank of Submitting Officer 


Received by. 



3 // - ' & 


ECU Control # 


BPD Form 0038-BIS-0907 (prev. 1753} 















Date Analyzed: O £,- \ b -10 


City: Boston D.C.U. Police Dept. 
Officer: P.O. SYBIL WHITE 
Def: 

Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 03/11/2010 
Gross Wt: 28.26 


$) * mim CC!CCMl£, 


Findings: 


Subst:SUB 

No, Analyzed: 

Net Weight: £>0,3% 
# Tests: 7 

loc co^\o_ 



Date Analyzed: oB-it-iO 


City: Boston D.C.U. Police Dept. 
Officer: P.O. SYBIL WHITE 
Def: 

Amount: 

No. Cont: 2 Cont: pb 

Date Rec'd: 03/11/2010 
Gross Wt: 21.89 


Prelim 


lim: hefflW 


Findings: 


Subst: SUB 

No. Analyzed: 

Net Weight: 

#Tes,s: /^/^ 

V\erio\ r \ 


No, Date Analyzed: 03-16-10 

City: Boston D.C.U. Police Dept. 


Officer: P.O. SYBIL WHITE 
Def: 

Amount: 

No, Cont: 1 Cont: pb 

Date Rec'd: 03/11/2010 
Gross Wt.: 8.80 



Prelim: 




Findings: 


Subst: SUB 

No. Analyzed: 

Net Weight: h&q* 
# Tests: $ 


Folk OIG PRR_035852 











DRUG POWDER ANALYSIS FORM 




SAMPLE n AGENCY (^km^LL^dd. ANALYST 




No. of samples tested; 


iMSUi^^k L (£2k 


Evidence Wt 


Q£/99^t 


IT 


IT 


PHYSICAL DESCRIPTION: 


~r 



■ ^tthshtMcc&ihtfa/fji 


Gross Wt { ): 


(mu) -Jut. 



GiossWt ( Y ySWCCs 
Pkg.Wt: LOXVdL 

netm\ g&32%2£. 

V" 


is' 

<?K 



fa / ■-^hhA/'tjqhfr' \ 


PRELIMINARY TESTS 

Spot Tests MlcrocrvstaUlne Tests 


Cobalt 

Thiocyanate ( Ufl ~Y 
Marquis 

Froehde's — 
Mecke's 


Gold 

Chloride 



TLTA <Jk ~f 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS COtOUyt 



GC/MS CONFIRMATORY TEST 

RESULTS COtCfill'll 

OPERATOR _ 

DATE ^ !l0 I/O 


Revised 7/2005 

Folk OIG_PRR_035853 











PRELIMINARY TEST RESULTS 
RESULTS hc&nW 
DATE dldlA 


/y GC/MS CONFIRMATORY TEST 
RESULTS 

OPERATOR A^O 


DATE 




Revised 7/2005 

Folk_OIG_PRR_035854 













PHYSICAL DESCRIPTION: 




^Sross Wt { ) 

GrossWt ( ) 

Pkg. Wt 
Net Wt 


L L ^ bA q 

if 


{S'f'SjsA- 

C0S 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) -y 

Marquis_ 

Froehde's_ 

—f* 

Mecke’s 


MIcrocrvstalllne Tests 


Gold 

Chloride_ 

TLTAJ_)_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 


DATE 


J 


fj 

_3 

Ini 

] lk _ 


GC/MS CONFIRMATORY TEST 
RESULTS 

MS * - 

OPERATOR WhU 


DATE 'll 101 


Revised 7/2005 









DRUG POWDER ANALYSIS FORM 


SAMPLE U 
No. of samples tested: 



Evidence Wt 


ivoitm r ,/tum / / mic. 
P 




1 T~r 





01t 


PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate j_ 


Marquis _ 
Froehde's_ 
Mecke's 


■& 


-f 


f 


0 - 


MicrocrvstaUine Tests 
Gold 

Chloride_ 

TLTAj_ \ _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE ^kllb 


GC/MS CONFIRMATORY TEST 
RESULTS ktStflA/ 

MS ~ 

OPERATOR /iSP _ 

DATE _ 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 



SAMPLE# 


No. of samples tested: 


AGENCY, 


ANALYST M. 



Gross Wt ( ) 

Gross Wt { ) 

Pkg, Wt 
Net Wt 




£j£0± 


0 £ 26 i 


c&3 



PRELIMINARY TESTS 
Spot Tests 

Cobalt , 

Thiocyanate ( ) '~f 


Marquis H" 

Froehde's *f* 

Mecke’s ~j~ 


Mlcrocrvstalllne Tests 
Gold 

Chloride__ 

TLTA ( )__ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS _ hc$/?A/ 

DATE ^//<3> //|0 


GC/MS CONFIRMATORY TEST 
RESULTS hc&ff/l/ 

OPERATOR tea 

DATE Ili) _ 


Revised 7/2005 

Folk OIG_PRR_035857 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704436.D 

ASD 

15 Mar 2010 14:37 

BLANK J 0 

dcs . a\ 

1 


DRUGS 

RTE 


o 




Abundance . .". .TIC77t»436;o 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


704436.D 


Tue Jan 25 15:53:08 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704437.D 

ASD 

15 Mar 2010 14:51 

COCAINE STD 
DCS 
37 

DRUGS 

RTE 


Abundance 

1000000 - 


800000; 

6000001 

400000; 


TIC: 7044370 


3j93 


200000 ; 


iTime-> ° 2.00 2.&0 3.00 3.50 4?00 4?50' 5.00 5.50 6.00 ’ 


6.86 7.00 7.50 81)0 8.^0 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.927 

1068434 

100.00 

100.00 


704437.D 


Tue Jan 25 15:53:12 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q1-2010\SYSTEM4\03 15 

10\704437.D 


Operator 

ASD 



Date Acquired 

15 Mar 2010 14:51 



Sample Name 

COCAINE STD 



Submitted by 

DCS 



Vial Number 

37 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\PMW TOX2.L 

Minimum Quality 

: 90 


C:\DATABASE\NIST98.L 

Minimum Quality 

: 0 

PK# RT 

Library/ID 

CAS# Qual 


1 3.93 C:\DATABASE\PMWT0X2.L 


Cocaine 

000050-36-2 

97 

Cocaine-M (methylecgonine) AC 

000000-00-0 

64 

Selegiline-M (nor-} 

000000-00-0 

10 


Abundance 


801 


8,2 


Average of~3,9TT to 4,064 min.':7W437.D(-) 
182 


60: 


40 ; 


20 : 


94 


105 


42 


51 


68 1 


M&-1 :- : U- r-T-'ffrrTr r: s rl i .• = inft V . i ■ i i I i i ■ i rr^-v;, . ,• H.■■■■=•: m , "i- mTTH~n~ = • rrrp , r. . rrr:^- 

!m/z—> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 l90 200 2i0 220 230 240 250 260 270 280 2§0 300 


122 

.1 135 152 166 


j 198 


272 


207 222 242 259 


281 


303 


Abundance 


80 i 


8? 


.#465: Cocaine 


PT5G3 


60' 


40 i 


20 


182 


94 105 


122 


0 r-,: 


155 166 


303 


198 


Ti"f i : 


272 


:m/z-> 40 50 60 70 80 'gib 100 lib Ho 130 140 150 160 170 180 190 200 210 220 230 240 250 2&) 270 280 290 300 


704437.D 


Tue Jan 25 15:53:13 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704438.D 

ASD 

15 Mar 2010 15:05 

BLANK 
DCS 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


704438.D 


Tue Jan 25 15:53:16 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 



!rime-> 2.60 2.66 '6.66 ’ 3.66 n 4.00' 4.50 5.60 5.50 6.60 6.66' 7.60 '7.60 8.66 8.66 9.06 6.56 


Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


Data File: 

F : \Q1 - 2 010\SYSTEM4\03__15_10\704441. D 
ASD 

15 Mar 2010 15:46 

BLANK 
DCS 
1 

DRUGS 

RTE 


704441.D Tue Jan 25 15:53:24 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704442.D 

ASD 

15 Mar 2010 16:00 


DCS 

42 

DRUGS 

RTE 


Abundance 
1400000| 
1200000 ; 
1000000 ! 
800000! 
600000 i 

40GG00j 
200000 ) 
o' 


3.19 


3|93 


TfC: 704442“ D 


; Trme--> 2.66 2.50 3.00 T50 4.66"^ 41S0 5.00 5.50 ' 6.00 6.50 ‘ 7.00' ‘ 7.50 ’ 8.00 8.6) 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.187 

206747 

10.52 

11.76 

3.933 

1758716 

89.48 

100.00 


704442.D Tue Jan 25 15:53:26 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704442.D 

ASD 

15 Mar 2010 16:00 


DCS 

42 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


3.19 C:\DATABASE\NIST98.L 

Imidazo[2,1 -b]thiazole , 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


80 ; 


60 ^ 


40! 


20 


0 


51 


73 


41 


63 


Average of 3,166 to 3.330 min.: 704442TDT) 
148 


: ' , rili , , i 


;m/z-> 40 50 60 70 80 90 

Abundance 

so' 



W4039: TmrdazoK 1 -b]thiazole, 2;3;5;6-tetrahydfo-6*phenyT- ' 

2Q4 

148 ! 


60; 


m/z**> 


40: 




i 73 ioi 

i ; : 

i 

20 i 


127 

); 

j; 

51 63 

; 89 

i : 

117] ! 

i 

176 !! 

0 1 . ;■ = 

,;j:81 j,i 

.:-i4 

: i 109 i ! 1. 135 

u 157 167 | 185 j: 

i r-j -V.'. f >• ! > ■ i ‘ f - ' r’ i E ' 


704442.D Tue Jan 25 15:53:28 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 

F:\Q1-2010\SYSTEM4\03 15 

10\704442 .D 

Operator 

ASD 


Date Acquired 

15 Mar 2010 16 : 00 


Sample Name 



Submitted by 

DCS 


Vial Number 

42 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\PMW TOX2.L 

Minimum Quality: 90 


C:\DATABASE\NIST98.L 

Minimum Quality: 0 

PK# RT 

Library/ID 

CAS# Qual 


3.93 C:\DATABASE\PMW_TOX2.L 

Cocaine 

Cocaine-M (methylecgonine) AC 
Butalbital (ME) 


000050-36-2 91 
000000-00-0 53 
000000-00-0 9 


Abundance 


80 J 


80 


40; 


42 


201 


0i: 


51 


52 


94 


105 


67 


j i. 1:1, 


Average drSWlo^XOr nlfn.: 7Q4442B (-) 
182 

I 


122 


•03. 


135 


152 166 


198 


l- tT - r i - i - r-r- i 


207215 


272 

242 259 | 281 


303 ! 


'm fz~> 'JO 50 6b 70 80 90 100 110 lib ibo 140 150 160 170 180 ibb 260 210 220 230 240 250 260 270 280 2^0 300 

jAbundance 


"W465: Cocafne 


"P“1503” 


82 


80; 


60; 


40! 


182 


94 105 


20' 

; i 

i |j ! 

i 

I 

! 


303 

i OV- .. 

m/z-> 40 50 

1 I ill i 122 

}' ||1 t _ j ; i ? j_! ........... 

1 198 

155 166 

272 

! 

60 70 80 90 100 110 lib 130 

140 150 160‘ 170 180 lOO 200 iHo 22( 

230 240 250 260 270 28 

O’ 260'300 

704442 .D 

Tue Jan 25 

15 : 53:28 2011 

Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704443.D 

ASD 

15 Mar 2010 16:13 

BLANK 
CBS 
1 

DRUGS 

RTE 



!rimo-> 2.00 2.50 3.00 3.fe0 4.00 4.50 5.00 5.^0 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


704443.D 


Tue Jan 25 15:53:31 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704458.D 

ASD 

15 Mar 2010 19:40 

BLANK 

2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


704458.D Tue Jan 25 15:53:39 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704459.D 

ASD 

15 Mar 2010 19:53 

COCAINE STD 

59 

DRUGS 

RTE 


Abundance 
; 1200000 ; 

10000001 

: 800000: 

I eooooo: 

400000; 

I 200000; 


31 


93 


TrCTT0'4'45‘9‘‘D‘ 




:Time-> ’ 2.00 2.50 ' 3.00 

3.50 1 4.00 ' ' 4.50 ' 5.00 

5.50 ’ 

6.00 ' 

6,50 7.00 7.50 8.00 8.50 9.00 9.50 '1 


Ret. Time 

Area 

Area 

% 

Ratio % 

3.930 

1216507 

100 . 

00 



704459.D Tue Jan 25 15:53:42 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1-2010\SYSTEM4\03_15_10\704459.D 

ASD 

15 Mar 2010 19:53 

COCAINE STD 

59 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_T0X2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


1 3.93 C:\DATABASE\PMW_T0X2.L 

Cocaine 000050-36-2 97 
Cocaine-M (methylecgonine) AC 000000-00-0 72 
Selegiline-M (nor-HO-) 000000-00-0 8 


Abundance 


80; 


82 


AmigFora5O8ToTD781r^“r7O4450^H. 


182 


eo; 


401 


94 



42 


! 

20 

! | 


51 

, Ij., 68 

j 

| 

0 





105 


122 

I 135143 


152 


l 198 


303 


166 


207 222 242 259 


272 


288 


U ' T ? i' ; i 1 .4 ] !’i ’ I J r 4 N 'i f i i ; 1 ■ I r j-! H ^ 7d -T ^ - "r + 4M J r - i --r- r i-+-r- rr T-r-7-f 44 -7- rT ---7----f 1 r t- r T- r -'j-i-T-r-i- r - r r-7-T- n "'T T -:- v T--- r7 ""-7--i . -- T -i - :- r : : ;• i-: i ; < ■ ■: --1-1-1 : i - j cl • ; 

40 50 60 70 80 90 lOO 110 120 130 140 150 160 170 l80 190 200 210 220 230 240 250 260 270 280 290 300 


jAbundance 


#465: Cocaine 


“FfW 


82 


80- 


eo; 


40: 


20: 


0 : 


182 


94 105 




303 


122 


155 166 


198 


272 


m/2-> 4b 50 60 70 80 90 ibojIO 120 l20 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 
704459.D Tue Jan 25 15 : 53 :42 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704460.D 

ASD 

15 Mar 2010 20:07 

BLANK 

2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


704460.D Tue Jan 25 15:53:45 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704460.D 

ASD 

15 Mar 2010 20:07 

BLANK 

2 

DRUGS 

RTE 


Abundance 7TCT: 7044 60TD 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


704460.D 


Tue Jan 25 15:54:16 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704461.D 

ASD 

15 Mar 2010 20:21 

HEROIN STD 

61 

DRUGS 

RTE 


Abundance .. ... TIC: 70446TD' 

800000! 5)43 

' I E 

i i j 

! 800000[ | 

I 

! 400000- ! 

! | r 

! i j. 

i 2000001 


[Time-> 2,00 2,50 3.00 

3.50 4.00 4.50 5.00 

5,50 

6.0 0 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 






Ret. Time 

Area 

Area 

% 

Ratio % 

5.430 

1081695 

100 . 

00 

100.00 


704461.D Tue Jan 25 15:54:19 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704461.D 

ASD 

15 Mar 2010 20:21 

HEROIN STD 

61 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

5.43 

C:\DATABASE\PMW_TOX2.L 






Morphin 2AC 

@ 

000561-27-3 

90 



Heroin-M (6-acetyl-morphine) 


059833-14-6 

87 



Hydromorphone enol 2AC 


000000-00-0 

38 


Abundance 


43 


Average of 5,393 to 5.536 mfn.: 70446i”D"(-} 


80 


601 


40: 


20 i 


327 


268 

t 


310 


204215 


81 


146 


59 70 




94 115 


162 


128 




j 174 

i j. 1 184 
■ i|-' .'vi-.r !•• ... 


226 


238 253 


284 


369 


298 1 _ll 340 354 


m/z~> 4’o eb 80 160 i2o 140 i6o i8o 2do 1 220 240 280 280 300 3^0 340 360 


Abundance 


m\ 


#225: 'Morphin' 2AC 


“PI 779 


327 


60] 


40! 


369 i 


268 


310 



204 


i 

! 


! 215 


i ; 

20 

| j 

j | 

i 


1! 284 

o : 

! i, 

i y, | , s , : ... : ■ . : S : . -n , = - , ! . -A j 1 • ; 

251 

i-: | ! 

|i 1 ;! 


I 355 

m/z-> ” 40 60 80 100 120 140 160 ifiO 200 2i0 240 260 280 300 320 340 360 

Page 2 


704461 .D 


Tue Jan 25 15:54:19 2011 


Folk OIG PRR 035873 
























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704462.D 

ASD 

15 Mar 2010 20:35 

BLANK 
DCS 
2 

DRUGS 

RTE 


Abundance .. .. ..”.. TIC; 7044627D 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


704462.D 


Tue Jan 25 15:54:22 2011 


Page 1 


Folk OIG PRR 035874 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \ Q1-2 010\SYSTEM4\03__15__10\7044 63 .D 
ASD 

15 Mar 2010 20:49 

1 

63 

DRUGS 
RTE 


Abundance 
j 3500001 

i 

\ 300000- 

| 250000 

| 200000 | 

| 150000! 

100000 ! 

: 50000 \ 


2j6S 


TIC:704463.0 


5.42 


ITime-> ° 2,00 2.50 3.00 ' ' Z&Q " 4.00 4.50 ’ 5,00 ' 5.50 ’ " 6.00 ' 6 50 ' 7,00 ' 7.50 8.00 9.00 * ' 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

2.663 

453966 

56.99 

100.00 

5.424 

342538 

43.01 

75.45 


704463,D Tue Jan 25 15:54:25 2011 


Page 1 


Folk OIG PRR 035875 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMet h 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704463.D 

ASD 

15 Mar 2010 20:49 


DCS 

63 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


1 2.66 C:\DATABASE\PMW_TOX2.L 

Caffeine 
Mescaline AC 
Proxyphy1line 


000058-08-2 96 
000000-00-0 4 
000603-00-9 4 


Abundance 


80 i 


Average of 2:632 to 2.821 min.: 704463.U(-) 


60 


40 


20 


109 


55 


67 


42 


82 


0 --.il 


48 


78 


94 


102 ill 115 122 130 


137 


Abundance 

j 

i 80 
60 

40 


165 

152 j 179 


40 qb 60 Vo so 90 ioono iao 130 i 4o iso i6o iVo iso 

‘¥T9T:“Calfeine . 


P82i 


109 


55 


20 ' 


Ov 


67 


82 


94 


137 


165 



rn fz-~> 40 50 6 b 70 80 S'O 100 110 l£o 130 140 150 ' 160 170 180 190 200 210 i 


7 04463 .D 


Tue Jan 25 15:54:26 2011 


Page 2 


Folk OIG PRR 035876 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM4\03_15_10\704463.D 

Operator : ASD 

Date Acquired : ^^Maj^^^^O 20:49 

Sample Name : 

Submitted by : DCS 
Vial Number : 63 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L Minimum Quality: 0 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

5.42 

C:\DATABASE\PMW_T0X2.L 





Heroin-M (6-acetyl-morphine) 

059833-14-6 

90 



Morphin 2AC 

@ 000561-27-3 

83 



Naloxone AC 

000000-00-0 

49 


Abundance Average of 5.397 to 5.535 min.: 704T63.07-T 



327 


80 



704463.D Tue Jan 25 15:54:26 2011 Page 3 


Folk OIG PRR 035877 






































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1~2010\SYSTEM4\03_15_10\704464.D 

ASD 

15 Mar 2010 21:03 


DCS 

64 

DRUGS 

RTE 




300000^ 


200000 : 


2166 


TFC7Y0T46T.D 

5.42 


IOOOOO! 


2.20 


fnme«> ° 2 . 6 o" 2 S} ’ 3.00 ’ 3.50 ’ 4.00 '4J50 5 00 ' 5.50 6.00 T 6.50 ’ 7.56 7.50 8,00 6.50 9,00 9 50 


Ret, Time 


Area Area % Ratio % 


2,201 
2.656 
5.422 


110607 10.64 21.95 
503891 48.47 100.00 
425007 40.89 84.35 


704464.D Tue Jan 25 15:54:29 2011 


Page 1 


Folk OIG PRR 035878 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM4\03_15_10\704464.D 

Operator : ASD 

Date Acquired : 15 Mar 2010 21:03 

Sample Name : 

Submitted by : DCS 
Vial Number : 64 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT 


Library/ID 


CAS# 


Qual 


2.20 


C:\DATABASE\NIST98.L 
Phenacetin 
Phenacetin 
Phenacetin 


000062-44-2 98 
000062-44-2 98 
000062-44-2 97 


Abundance 


Average"! 


108 


80; 


60 


40: 


20 j 


0 : , 


43 


53 


65 


80 

73 f| 91 


137 


101 , jj 116^22 129 


179 


151 161 


207 i 


10 20 30 40 50 6b 7b 80 90 10 0 1^0 jjO jjp 140 150 l5o 170 180 190 '200' 

Abundance ..... . “ #119807: Phenacetin. 

| [ 108 


80; 


60 : 


40-• 


20 i 


Qi 


179 


137 


43 

S 


i l 


80 


; I 

, | 


1 15 27 I 

[ __ Lu _Jjj 37 

53 

M 

65 ;j 

r'h'JWL 

3 2 ..102 j 

122 131 

‘fTTTTt+^rr!# 

150 161 1; 


Wi/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 1^0 200 


704464.D 


Tue Jan 25 15:54:30 2011 


Page 2 


Folk OIG PRR 035879 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15__10\7044 64 .D 
ASD 

15 Mar 2010 21:03 


DCS 

64 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


2 2.66 C:\DATABASE\PMW_T0X2.L 

Caffeine 
Proxyphylline 

Endogenous biomolecule 3AC 


000058-08-2 96 
000603-00-9 4 
000000-00-0 4 


Abundance 


80 


Average of 2.6T0" to 2T99 mfn7:TU4464X> 


1?4 


80! 


40; 


20: 


109 


55 


87 


82 


42 

I 


i 


oi.-, ji 


94 


137 


50m! ji 62 ■ :,,72 77 ij 89 j 102 S H 115 130 is. 145150 

' ■ :■■■ . -4 1 ! 1 ! I . ! i ' i : « I ! ! u! ; e . ■bi 1 ;-: , . : I : j • r' ; , i ; 1 i i . : : ■ i ! i ; , ; • , . i - 


165 


179 


|mi/z~> 40 5'0 60 70 80 90 100 ijo 120 lio 140 ' 150 160 170 180 j5o_200 

. ."" IfQ'irCaffeine 


Abundance 


80! 


P82T 


194 


109 


55 


601 


40 i 


20 ; 


87 


82 


0 :. r .. *5 

!m/z-> 40 


94 

50 ’ 60 70 80 9(T 100 110 120 130 "litT 150 ' ‘ iSo ' ml” ' 180 l3o ' ' 266 1 


137 


165 


704464 .D 


Tue Jan 25 15:54:31 2011 


Page 3 


Folk OIG PRR 035880 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704464.D 

ASD 

15 Mar 2010 21:03 


DCS 
64 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L Minimum Quality: 0 


PK# 

RT 

Library/ID 

CAS# 

Qual 

3 

5.42 

C : \DATABASE\PMW__T0X2 . L 





Morphin 2AC 

@ 000561-27-3 

93 



Heroin-M (6-acetyl-morphine) 

059833-14-6 

78 



Naloxone AC 

000000-00-0 

49 



[Abundance 

j I 

; I 

80; 




327 


268 


: 40 1 



310 | 

i ! 


204 




20j 


| 215 


| 


0 V-: 

;m/z~> 40 


! 251 

..!! r .. ... !_J:: 

284 

355 ; 

i:. ! 

60 

8b' 100 120 140 ' ibo 180 200 220 ' 2^0 260 ‘ 

2^0 300 

320 340 360 


704464.D 


Tue Jan 25 15:54:31 2011 


Page 4 


Folk OIG PRR 035881 



























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704465.D 

ASD 

15 Mar 2010 21:16 

BLANK 
DCS 
2 

DRUGS 

RTE 


Abundance TIC: 704465.D 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


704465.D Tue Jan 25 15:54:34 2011 


Page 1 


Folk OIG PRR 035882 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM4\03_15_10\704466.D 

Operator : ASD 

Date Acquired : ^^Mar2010 21:30 

Sample Name : MHHHHHI 

Submitted by : DCS 

Vial Number : 66 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance 

700000! 2)66 

j 600000; 

500000) 

i I j 

400000: 

300000; 2.20 

j i 

200000 


5.42 


Time-> 2.00 2.50 3.00 3.50 4.50 4,50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


2.195 669035 31.45 83.67 
2.661 799653 37.59 100.00 
5.421 658479 30.96 82.35 


704466.D Tue Jan 25 15:54:37 2011 


Page 1 


Folk OIG PRR 035883 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM4\03_15_10\704466.D 

Operator : ASD 


Date Acquired 

15 Mar 2010 21:30 


Sample Name 



Submitted by 
Vial Number 
AcquisitionMeth 
Integrator : 

DCS 

66 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW T0X2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 0 

PK# RT 

Library/ID 

CAS# Qual 

1 2.20 C:\DATABASE\NIST98.L 

Phenacetin 

Butanamide, N-{4-hydroxyphenyl)- 
Acetaminophen 

000062-44-2 76 
000101-91-7 70 
000103-90-2 64 

Abundance 

Average of 2,469 to 2.317 min.; 7(m652rf) 
1(}9 

' . r .. .. r 


80 i 


60 


40 ! 


20 : 


43 


53 


80 


63 73 


137 151 


m Iz 


91 101 j!| 117123129 

i .. ... TT ......: , i --n , ' rr t r 1 n A r- : ' J v 


143 159 


179 


Qi ( . j!, , jj, 1 1 ^ t? i ; .. ; iy i . ;[i ' ; ■ i c.sj --- i >i. i ,_j_ ^ 

-> 10 20 30 40 50 60 70 80 90 100 11(T 120 130 140 150 l60 170 ldo’^1^0 


207 


200 


Abundance 


80 


60 


40: 


201 


0 


#119807LRienacetin 
1Q8 


43 


80 


15 27 

i ; ; |,i 37 

53 

65 

J; :...7£jy 

92 

‘j , • j~ .- T - 4 .--J-l.j.-ih i 





137 

i 


102 111 122 131 


150 161 


179 

I 


m/ 2 ~> 10 20 30 40 50 60 70 80 90 100 1i0 120 130 140 150 1&0 170 180 190 200 


704466,D 


Tue Jan 25 15:54:37 2011 


Page 2 


Folk OIG PRR 035884 























Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03 15 10\704466.D 
ASD 

15 Mar 2010 21:30 


DCS 
66 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_T0X2.L 

C:\DATABASE\NIST 9 8.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


2 2.66 C:\DATABASE\PMW_TOX2.L 

Caffeine 

Endogenous biomolecule 2AC 
Proxyphyl1ine 


000058-08-2 96 
000000-00-0 9 
000603-00-9 4 


Abundance 


801 


Average of Z639 to 2,877 mfn/i^R^XTfT 


104 


60 


40 


20' 


0^ 


109 


55 


67 


82 


42 


! 49,.i! 

r*"" • i 


94 


102 j! 115 122 


137 Hjl „ 165 

149 159 | 173 180 


207 


jm/z-> 40 50 60 70 80 90 100 110 120 liO 140 150 160 170 l 80 190 200 

Abundance 


7FT9T: Caffeine 


“P82T 


194 


801 


60; 


40; 


20 


109 


55 


67 


0 


82 


f 


94 


137 




165 


ill 


bi/z~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


704466.D Tue 25 15:54:38 2011 PciQC 3 


Folk OIG PRR 035885 
























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM4\03_15_10\704466.D 

ASD 

15 Mar 2010 21:30 


Operator 

Date Acquired, 

Sample Name 

Submitted by 

Vial Number 

AcquisitionMeth 

Integrator 


DCS 

66 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT 

Library/ID 

CAS# 

Qual 

3 5.42 

C:\DATABASE\NIST98.L 




Diacetylmorphine 

000561-27-3 

99 


Diacetylmorphine 

000561-27-3 

99 


Diacetylmorphine 

000561-27-3 

99 


Abundance 


4p 

80 I 


Average of 5:395 to 5.495 min.: 704466.D (-) 


327 

i 


80! 


40 


204 


81 


146 


20 

ii: ! 94 124 

: 59 70 ! i ] 1 , 

| 

■i| * • 

i : 105 j 

1134 . i) !j M 

0^ 


Wl, - l'Jj . | [Uli, 


Wz~> 

40 6 

0 80 Ido 120 140 160 


174 


268 


184 


215 


194 . j : 226 238 253 

' \U mL ..Ml. .ho .1 . 


284 


310 


298 


369 ! 


i i 


341 352 
340 360 


Abundance 

! 


‘ #128674";T3TacetyTmofphfne 


80 


60' 


40: 


43 

] 


268 


204 


310 ! 


215 


| 20 j | 

i ! 

i i '!: 

01 jJ; . 

CD .. 

81 

7° ; 

j i 

94 

| 

! 105 

. . ! . ; . . 

.1 .11 .Li.Ji. J 

146 

124 

| .134 j 

162 

I 174 ! 

U j- 184 

-!VU, ; .j'pi l ini'. j. j ; 

225 

238 

253 

284 

j j I; 

iii. 1 ...1: 

m fz-> 40 

sb' 

80 

ioo 

120 140 

160 180 200 ' 

' 220 ' 

240 

' 260 

280 300 



7 04466.D 


Tue Jan 25 15:54:40 2011 


Page 4 


Folk OIG PRR 035886 




























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM4\03_15_10\704467.D 

Operator : ASD 

Date Acquired : 15 Mar 2010 21:44 

Sample Name : BLANK 

Submitted by : DCS 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance TfC; 704467,D 



0 •-!—I—i- 1 —i—i—i—r ■ —i —r - '—- i r ' i i ! ■ i ; i I ' i ' i r :THTrn. r .,- rr -.. , , - : . r - 

jrime-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.60 8.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


704467.D Tue Jan 25 15:54:43 2011 


Page 


1 


Folk OIG PRR 035887 













Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q1-2010\SYSTEM4\03__15_10\704468 . D 
ASD 

15 Mar 2010 21:58 


DCS 

68 

DRUGS 

RTE 


Abundance... .. UOMflKO 

1 700000! 5 j 43 

! 600000; i 

: 600000 
i 400000 
| 300000 

j 200000 
100000 , 


|Time-> 2.00 2.50 3.00 

’ 3.50 ' 4.00 ’ 4.50 ' 5,66 ’ 5.50 

8.00 

6.50 7.66 7.50 8.66 8.66 9.66 9.66 


Ret. Time 

Area Area 

o, 

T> 

Ratio % 

5.426 

928942 100. 

00 

100.00 


704468.D 


Tue Jan 25 15:54:46 2011 


Page 1 


Folk OIG PRR 035888 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM4\03_15_10\704468.D 

ASD 

15 Mar 2010 21:58 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


DCS 

68 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_T0X2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT 


Library/ID 


CAS# 


Qual 


5.43 C:\DATABASE\NIST98.L 


Abundance 


43 

80! | 
60 

40 

20 i (? 


Diacetylmorphine 

000561-27-3 

99 

Diacetylmorphine 

000561-27-3 

99 

Diacetylmorphine 

000561-27-3 

99 

Average of5.3~95 to 5.553 m!nTr7‘04468.D‘( : ) 

327 


268 

j 

310 

369 


204 


215 


146 


59 


Oi- 


i.Qj. , , -y -’ iij-LL 


m/z-> 40 


70 | 

94 ; 124 

162 

i | 174 


, j 195 1 | ;i34|j 

j : j |, * 

i! ;i. || |: 1 

■ i ;j 

' ' 1 ! 

i '■ i ■' 1 ■ j ■ 

ii 1 i i rhi!' 


185 


226 ^ OJ - Q 
r 238 253 


284 




298 


341352 


Abundance 


¥T2“86T4:Wceiy (morphine. 


43 

80 ; I 

| i 

60: ! 

J 


268 


204 


310 


20: 


59 

O 1 

70 94 

i ; i-i 


s j 

i J 105 

OUrU 

i-v 

■ AA: =' 

ii. .t. jiiiii j I; Li .isi.ii : i . L 

:m/z-> 40 


60 

80 100 1 


146 irw 
124 I 

! 174 

; 134 ; j 


215 


185 


225 


■ I ! 


60 so ibo i2o 140 i6o iao 200 220 240 260 ' 280 300 320 34o 3bo 


238 253 

4-. : it 


284 



704468 .D 


Tue Jan 25 15:54:46 2011 


Page 2 


Folk OIG PRR 035889 












































Area Percent / Library Seax'ch Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1-2010\SYSTEM4\03_15_10\704469.D 

ASD 

15 Mar 2010 22:12 

BLANK 
DCS 
2 

DRUGS 

RTE 


Abundance TIC: /044697D 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


704469.D Tue Jan 25 15:54:49 2011 Page 1 


Folk OIG PRR 035890 









Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q1-2010\SYSTEM4\03 

ASD 

15 Mar 2010 22:26 


DCS 

70 

DRUGS 

RTE 


15 10\704470 . D 


Abundance 

j i 


167 


TIC: 704470.0” 
5j42 


I 


150000 : 


! 100000 ! 


50000- 


Ot 



fime«> 2.00 ' 2,50 3.66’'3.56 4.66’ 4.50 5.00 5.60 ’ ’ 6,00 ’ 6.50 ’ ’ 7.00 7.50 ’ 8.66 ’ 8.50 ' ’ 9.00 ’ ' 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

2.666 

294558 

53.52 

100.00 

5.422 

255846 

46.48 

86.86 


704470,D Tue Jan 25 15:54:57 2011 


Page 1 


Folk OIG PRR 035891 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2 010\SYSTEM4\03__15_10\7044 70 ,D 
ASD 

15 Mar 2010 22:26 


DCS 

70 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_T0X2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


1 2.67 C:\DATABASE\PMW_T0X2.L 

Caffeine 
Mescaline AC 
Proxyphylline 


000058-08-2 96 
000000-00-0 4 
000603-00-9 4 


Abundance 


Average of 2.645 lo 2.814nm: 704470,P (-) 


194 


80 j 


80 ^ 


109 


40 \ 


20 


m /z~> 


55 

| 


42 


40 50 


87 


75 


60 


70 


82 


8^ 


94 


90 


101 

iocT 


115 122 129 


136 


110 


120 l3o 140 


149 

150 


165 


159 

' id>6 


170 


179 

160 


207 


190 200 


Abundance 


.ffT9T: UaFfeine . 

...P¥2T. 

194 

j so 1 


109 


1 j 55 




; 

601 | 




i 

4 

9 

... O) 

-~4 

82 




20 i 

; 



j 

: ; ! 

! ! I 

i 

1 1 

94 : 

; 

137 165 ||; 

m/z~> ° 40 50 60 70 

80 

90 100 110 120 

130 140 150 160 li6 l80 190 200 


704470.D Tue Jan 25 15:54:57 2011 


Page 2 


Folk OIG PRR 035892 
































Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM4\03_15_10\704470.D 

ASD 

15 Mar 2010 22:26 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


DCS 

70 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_T0X2.L 

C:\DATABASE\NIST9 8.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT 


Library/ID 


CAS# 


Qual 


5.42 C:\DATABASE\NIST98.L 
Diacetylmorphine 
Diacetylmorphine 
Diacetylmorphine 


000561-27-3 99 
000561-27-3 99 
000561-27-3 99 


Abundance 


! 4,3 
i I 


80 


“704470.D (- 


327 


60 





40 








81 


20! 


59 

70 | 

! : 

94 



|| 

1 ; 

i : ! 

105 

0 




;j/:! 5i !•••'. 


40 

6 b 

80 

100 


124 


146 


162 


174 


•135 


204 


215 


184 


268 


226 238 253 


284 


310 


298 


369 | 


341 


355 ; | 

360 I 


Abundance 


#128674: Dlacelylmorphfne 


43 


80: 


60; 


40' 


204 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_1S_10\704471.D 

ASD 

15 Mar 2010 22:40 

BLANK 
DCS 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


** *NO INTEGRATED PEAKS*** 


704471.D Tue Jan 25 15:55:01 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704479.D 

ASD 

16 Mar 2010 00:30 

BLANK 

2 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


704479.D 


Tue Jan 25 15:55:09 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_15_10\704480.D 

ASD 

16 Mar 2010 00:44 

HEROIN STD 

80 

DRUGS 

RTE 


Abundance 
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704480. D Tue Jan 25 15:55:11 2011 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q1-2010\SYSTEM4\03 15 

10\704480.D 


Operator 

ASD 



Date Acquired 

16 Mar 2010 00:44 



Sample Name 
Submitted by 

HEROIN STD 



Vial Number 

80 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\PMW TOX2.L 

Minimum Quality 

: 90 


C:\DATABASE\NIST98.L 

Minimum Quality 

: 0 

PK# RT 

Library/ID 

CAS# Qual 


1 5.42 C:\DATABASE\PMW_TOX2.L 


Morphin 

2AC 

@ 000561-27-3 

93 
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(6-acetyl-morphine) 

059833-14-6 
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46 
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